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Customer ID: 32619 
Certificate: -- 


Site: 001 

199 WIFE HILL LANE 
MOUNT CRAWFORD, VA 22841 

Inspection 

Type: PRELICENSE INSPECTION #2 
Date: AUG-31 -2005 
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No non compliant items. Applicant is ready to be licensed as a class A breeder Check # 4672 in the amount of $60.00 is 
enclosed as the license fee. 

NO REGULATED ACTIVITY UNTIL USDA LICENSE IS RECEIVED. 
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